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Work Order: 


inspection Dwg: D4008 Rev: E Page 1 of 1 
. INSPECTION SHEET 
Drawing Actual Method of 
Tolerance Accept | Reject ` Comments 
Dimension Dimension j J Inspection 
+0.005/-0.001 
@0.098 +0.004/-0.001 
0.64 +/-0.030 E 
0.53 +/-0.030 
0.982 +/-0.030 
1.51 +/-0.030 
571 +/-0.030 e 
0.25 +/-0.030 
0.25 +/-0.030 iE 
E 6.94 +/-0.030 
0.032 +/-0.010 
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| QC Inspector: | | 


5 
Measured by: Checked by: 
ate: Date ate: E 
Engineering Approval: Date: 
(If necessary) ‘ 


Change | Revised by | Approved | 
New Issue P/O D4008-041 | KJ 


Dwg Rev updated | KJ 
Dimensions revised 
Dwg Rev updated 
Dwg Rev updated 
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